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Washington, D.C. 20505 


13 July 1977 


MEMORANDUM FOR: Acting Deputy to the DCI for the Intelligence Community 
SUBJECT : Revised Civilian Personnel Ceilings (U) 


REFERENCES : A. D/OMB Letter to the BCI, dtd. vw June 1977 
B. Your Mema, dtd. 23 June 1977, Same Subject 


1. (S) In compliance with Reference A, and in response to 
Reference B, you are advised that I have established an Agency 
interim employment ceiling target level of[ for 31 March 1978. 25X1 


2. (S) Our current projections of employment commitments for 
the remainder of the current fiscal year, combined with our estimated 
attrition for this same periad, indicates that the Agency strength as 
of the end of September 1977 will be very close to our revised omploy- 
ment ceiling of The target level I have established for 31 
March 1978 (i.e/, will permit an orderly phased staffing 
a down to our revised September 1978 employment ceiling of 
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(oRREcTEO — [ John F. Blake 


Acting Deputy Director 
of 
Central intelligence 
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